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Message Text 

UNCLASSIFIED 

PAGE 01 PORT 0 00030 052006Z 
ACTION FAA-00 

INFO OCT-01 ARA-14 ISO-OO DOTE-OO EB-08 CIAE-00 INR-07 
NSAE-00 /030 W 

077719 052017Z/46 

P 051950Z JAN 78 

FM AMEMBASSY PORT OF SPAIN 
TO SECSTATE WASHDC PRIORITY 1812 

UNCLAS PORT OF SPAIN 0030 

E. O. 11652: N/A 
TAGS: EAIR, TD 

SUBJECT: FAA CERTIFICATION OF MEDICAL EXAMINER 

1 . DR. CLINTON EDUARDO ADAIR WHARTON OF PORT OF SPAIN IS 
ADVERTISING HIS SERVICES AS "SENIOR ACIATION MEDICAL 
EXAMINER FOR FEDERAL AVIATION AGENCY. U.S.A.. AND CIVIL 
AVIATION U.S. A." QUESTION HAS ARISEN ABOUT HIS BONA FIDES 
IN THIS REGARD. 

2. WE WOULD APPRECIATE FAA INFORMING US WHETHER HE HAS 
IN FACT BEEN CERTIFIED TO PERFORM FLIGHT EXAMINATIONS AND 
WHETHER CERTIFICATION IS VALID. 

3. WHARTON WAS BORN IN GUYANA DEC 14, 1910, AND NATURALIZED 
U.S. CITIZEN IN 1944. HE CLAIMS TO HAVE STUDIED AT BOSTON 
UNIVERSITY AND HARVARD UNIVERSITY. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL PERSONNEL, LICENSES 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 05 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978PORT000030 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780009-0007 

Format: TEL 

From: PORT OF SPAIN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 96/aaaaddhm. tel 

Line Count: 41 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 74cf8be6-c288-dd11-92da-001cc4696bcc 

Office: ACTION FAA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 07 feb 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3824375 
Secure: OPEN 
Status: NATIVE 

Subject: FAA CERTIFICATION OF MEDICAL EXAMINER 
TAGS: EAIR, TD 
To: STATE 
Type: TE 
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